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Issue 33 

Split Sample Introduction - Part 1: Background and Split 
Ratio 

Anyone who analyses samples by capillary gas 
chromatography has most likely used a split inlet. Although 
simple in concept, there are a few things to keep in mind to get 
the best analytical results possible. 
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Issue 25 

Ion Mobility Spectrometry: A Primer 

Ion mobility spectrometry (IMS), by itself has found a niche in 
many areas including security screening, enviornmental 
monitoring, military applications, and analytical laboratory use. 
The technique is not mass spectrometry, however it is related 
to MS by the fact that IMS does perform separation of ions. IMS 
is available coupled with mass spectrometry as a hybrid 
instrument (IMS-MS). Therefore it is important for the modern 
mass spectrometrist to have some background in the 
fundamentals of the technique. 
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An Objective Comparison 
of Solid Core HPLC 
Column Performance 
Presenter: Steve Luke 
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Profiling Extra Virgin 
Olive Oil using QTOF 
LC/MS and Developing a 
Prediction Model for 
Geographical Origin 
Determination and 
Adulteration of Oils 
Presenter Jack 
Cappozzo 
Click here» 

Implement High Quality, 
Routine GC-MS/MS Multi- 
Residue Pesticides 
Analysis with Ease 
Presenters: Paul Silcock 
and Jason Cole 
Click here» 


15 Years of Analytical Thermal Desorption: An Overview 
of Publications and Presentations 
Markes International 
Clicktoread>> 

Qualitative Evaluation of Aroma-Active Compounds in 

Grape and Grape-Derived Products by Means of 

Headspace 

PerkinElmer 

Click to read» 

Extraction of Bath Salts (substituted cathinones) 

From Human Urine Using ISOLUTE SLE+ Columns prior to 

GC-MS Analysis 

Biotage 

C l i c k to read» 

Analysis of Polycyclic Aromatic Hydrocarbons from 

Vehicle Exhaust using TD-GC/TOF MS 

Almsco 

C lick to r e ad» 

Fast Determination of Residual Glycerol and Glycerides in 
Biodiesel by SFC/MS using the Agilent 1260 Infinity 
Analytical SFC System 
Agilent Technologies 
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Extraction of 1, 25 Dihydroxyvitamin D From Human 
Serum Using ISOLUTE® SLE+ Prior to LC-MS/MS Analysis 
Biotage 
Click to read» 
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